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SUPPLEMENT    TO    SPRING    CATALOGUE. 


Clark  Bros.  &  Co. 


255  &  257  S.  THIRD  STREET,  PHILADELPHIA. 


Desks, 

Cabinets, 


Bookcases 


FOR   THE    FALL   TRADE. 


JULY,    1886. 


E.  K    Donnelley  &  Soxs,  Peixtees  and  Publishers,  140-146  Monkok  Street. 
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Clark    Bros.   &    Co. 


%a.  ifo. 


MAHOGANY. 
3  Feet  Wide.       5   Feet  10   Inches  High. 


Clark    Bros.   &    Co. 


Wko.  28, 


MAHOGANY. 
2  Feet  9  inches  Wide,      5   Feet  3   Inches  High. 


Clark    Bros.   &    Co. 


MAHOGANY   AND   ANTIQUE    OAK. 
3  Feet  Wide.      5   Feet  High.       French   Mirror,   12x30,  Beveled   Edges. 


Clark    Bros,    &    Co. 


Cjla.  27. 


MAHOGANY    AND   ANTIQUE    OAK. 
2   Feet  10   Inches  Wide,       5   Feet  5   Inches   High. 


Clark    Bros.   &    Co. 


%a.  :S4. 


ANTIQUE    OAK. 
2  Feet  9  Inches  Wide.       5   Feet  2   Inches   High.       French    Mirror,  10x26,  Beveled   Edges. 


Clark    Bros.   &    Co. 


%a.  ^S. 


WALNUT,  ANTIQUE    OAK    AND    IMITATION    MAHOGANY. 
3   Feet  Wide.       6   Feet  4   Inches  Hiah. 


Clark    Bros.   &    Co. 


ANTIQUE    OAK. 
3  Feet  Wide.      5  Feet  7   Inches  High.      Plain   Mirror,  12x14. 


lO 


Clark    Bros.   &    Co. 


^Q.    447. 


MAHOGANY   AND   ANTIQUE    OAK. 
2  Feet  7  Inches  Wide.      5  Feet  3   Inches  High. 


Clark    Bros.   &    Co. 
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^W.  447- 


MAHOGANY    AND   ANTIQUE    OAK. 
2   Feet  7   Inches  Wide.       5   Feet  3   Inches   High. 


12 


Clark    Bros.   &    Co. 


'ba.  §qq. 


MAHOGANY   AND   ANTIQUE    OAK, 


Clark    Bros.   &    Co. 
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%a.  Sqq. 


2  Feet  6  Inches  Wide,      3  Feet  7  Inches  High, 


14 


Clark    Bros.    &    Co. 
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MAHOGANY, 


Clark    Bros.   &    Co. 


IS 


%a.  5^7. 


2  Feet  6  Inches  Wide.      5  Feet  High. 


i6 


Clark    Bros.   &    Co. 


ANTIQUE    OAK.       IMITATION    MAHOGANY. 


Clark    Bros.   &    Co. 
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2   Feet  8  Inches  Wide.      4  Feet  10  Inches  High. 


Clark    Bros.   &    Co. 


MAHOGANY. 


Clark    Bros.   &    Co. 
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^la.  5q(o. 


2   Feel:  6   Inches  Wide.      3   Feet  6  Inches   High. 


20 


Clark    Bros.   &    Co. 


%a.  5^5, 


MAHOGANY   AND   ANTIQUE    OAK. 
2  Feet  6  Inches  Wide.      4  Feet  5  Inches  High.       French  Mirror,  8x24,  Beveled  Edges.. 


Clark    Bros.   &    Co. 
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MAHOGANY    AND    ANTIQUE    OAK. 
2  Feet  6  Inches  Wide.      4  Feet  High.       French   Mirror,   10x12,  Beveled   Edges. 


J22 


Clark    Bros.   &    Co. 


ANTIQUE     OAK. 


Clark    Bros.   &    Co. 
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%%a.  Pi^. 


2  Feet  3   Inches  Wide.       3   Feet  7   Inches   High. 


24 


Clark    Bros.   &    Co. 


ANTIQUE    OAK    AND    IMITATION     MAHOGANY. 


Clark    Bros.   &    Co. 
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%a.  §q8. 


2  Feet  4  Inches  Wide,  3   Feet  5  Inches  High. 


26 


Clark    Bros.   &    Co. 


%a.  440. 


MAHOGANY    AND    ANTIQUE    OAK. 
3   Feet  4  Inches  Wide.     6  Feet  2  Inches  High.     French   Mirror,  20  x  30,  Beveled  Edges. 


Clark    Br^s.   &    Co. 


27 


ANTIQUE    OAK. 
37i  Inches  Wide.      6  Feet  4  Inches  High.       French   Mirror,   16x28,  Beveled   Edges. 


28 


Clark    Bros.   &    Co. 


%Q.i/^75. 


ANTIQUE    OAK, 
4  Feet  Wide.      6  Feet  10  Inches  Migh. 


Clark    Bros.   &    Co. 
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Wha.  544. 


WALNUT. 
3  Feet  7  Inches  Wide.      8  Feet  High. 


30 


Clark    Bros.   &    Co. 


%a.  §4S. 


WALNUT    AND    IMITATION     MAHOGANY. 
3  Feet  Wide.       7   Feet  3   Inches   High. 


Clark    Bros.   &    Co. 
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QKa.  525. 

ANTIQUE    OAK,    IMITATION    MAHOGANY. 
35  Inches  Wide.       59  Inches   High.       With   Brass  Rod   and    Rings. 
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R      R      DONNELLEY    &    SONS.     PRINTERS.    CHICAGO. 


